RADIO AS AID IN 
THE TREATMENT 
OF DISEASE, 
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By Fred J. Hart 


(Its Application by Means of the Short Wave Oscilloclast to Disease 
3 Tissue in the Human Body.) — 


Less than a century and a half 
ago, Benjamin Franklin pointed 
the finger of science toward elec- 
tricity and paved the way for the 
electron, which gave the world a 
new vision of all matter. 

Following in the footsteps of 
this great self-made American 
scientist, Professor Thompson of 
Cambridge, England, received in 
1916 the coveted Nobel Prize for 
his ‘‘theory of the electrons,’ and 
then Professor Millikan of the 


University of Chicago, another 
Nobel Prize winner, succeeded in 


actually isolating and weighing 


them. 


To Relieve Human Suffering 


Professor Millikan states in his 


book on THE ELECTRON, ‘‘the 


results of yesterday's researches, 
designed for no other purpose 
than to add a little more to our 
knowledge of the wltimate struc- 
ture of matter, are seized upon by 
the practical business world and 
are made to multiply ten-fold the 
effectiveness of the telephone or 
to extract six times as much light 
as formerly obtained from a given 
amount of electric power.’ 


While the electrician and the 
chemist were busy utiliziitg this 
knowledge to improve comitierce 
and industry to make life easier to 
live, a noted physician was work- 
ing day and night in his labora- 
tory to detect and control the 
electron and direct its vibrations 


for the sole purpose of relieving 


’ 


human suffering and saving hu- 
man life from the ravages of dis- 
ease. 


‘Since this man’s death in 1924 
the College of Electronic Medi- 
cine of San Francisco, with which 
organization the writer of this ar- 
ticle has been associated for the 
past few years, has been carrying 
on extensive research in an en- 
deavor to develop efficient instru- 
ments with which to apply elec- 
tronic medicine to diseased tissue. 


Early in 1916 a San Francisco 
doctor developed a method of 
applying electronic medicine to 


diseased tissue by means of 


oscillating energy tuned to a 
harmonic of the particular disease 
for which treatment was being 
given. This energy was produced 
by means of an instrument called 
an Oscilloclast. The energy given 
off by the Oscilloclast is produced 
by a swinging pendulum which, 
as it passes a certain point, causes 
a break in the electronic current 
which, acting in a tuned circuit, 
generates a series of radio waves. 
From these waves those desired 
were selected and tuned by 
means of a series of coils. This 
tuned frequency, or energy, was 
then transmitted by means of 
cords and electrodes to the dis- 
eased tissue in the patient's body. 


After this man’s death, the 
Oscilloclast was denounced as 


a fraud by men of supposed in- - 


telligence. They said it was a 


“‘magic box which gave off no en- 
ergy and that its sole purpose was 
to fill the coffers of the one whe 
produced it.’’ In spite of . this 
criticism, these machines before 
and since that date have been the 


means through which thousands. 


who, like the woman in the Bible, 
‘had suffered many things at the 
hands of many physicians, yet 
was nothing better,’’ have been 


restored to health. 


Competent radio engineers, 
equipped with the more Sensitive 


modern testing instruments, have _ 


shown that the adverse criticisms 
of the Oscilloclast were not based 
on facts and that wavelengths, 
amount of energy, and tuning of 
this instrument, can easily be 
measured. 


Notwithstinding the fact that 
the original Oscilloclast produced 
such fine results in the treatment 
of disease, those in charge of the 
research work at the College of 
Electronic Medicine felt that with 
improved radio tubes, equipment, 
and more knowledge of radio it- 
self, it should be possible to build 
an instrument of modern radio 
design which would be much 
more efficient and practical than 
the original Oscilloclast which was 
constructed during the days when 
little was known of radio. 


In 1928 the first Tube Oscillo- 
clast constructed along modern 
radio lines was perfected by our 
group. Great care was taken in 


the building of this machine to 
duplicate the energy given off 
by the original Oscilloclast, 
to the end that the same system 
of tuning might be used. Thirty 
of these machines were construc- 
ted and placed in the hands of 
parties who would report the re- 
sults of treatments given. These 
reports were very encouraging 
and resulted in further develop- 
ments. One of these develop- 
ments was that of providing a 
definite carrier wave by means of 
which to carry the treating energy 
into the diseased tissue more ef- 
fectively. The second of these 
developments was the construc- 
tion of a combination treatment 
electrode which, while it was 
transmitting the treatment energy, 
also would depolarize the tissue. 
Experience had indicated that 
where tissue was depolarized be- 
fore treatment, better results were 
obtained. Later experiments 
proved that both treatment and 
depolarization could be _ given 
more effectively and efficiently at 
the same time. 


Since 1932 some two hundred 
of these later machines and com- 
bination electrodes have been 
constructed ‘and placed in the 
hands of doctors in this country 
and in England for observation. 


Experience of the College of 
Electronic Medicine and ‘reports 
from those using these later ma- 


chines show convincingly that we 


are now ready to offer those in- 
terested in the healing of the sick 
a scientifically constructed Tube 
Oscilloclast built along accepted 
radio lines, as well as an im- 
proved method of application 
that is extremely effective. 


Treatments with this instru- 
ment will not injure the patient. 


' A very small amount of power is 


used, very little heat is generated 
in the tissue, and the patient is in- 
clined to. feel: more normal and 
relaxed after treatment. In short, 
the energy given off by the Tube 
Oscilloclast can be aptly termed 
a, normalizing one. 


The theory of “‘electronic med- 
icine’ as applied in the treatment 
of diseased tissue is that of tuned 
electromagnetic or radio energy 
of very low intensity. Different 
diseases require different tunings. 
The energy given off by the Tube 
Oscilloclast acts on the disease 
tissue in such a manner as to en- 
able the body tissues to conquer 
more readily the disease. 


“The Proof of the Pudding Is 
in the ame 

The writer 
aware that it is one thing to tell 
about how something ought to 
work, and another thing to dem- 
onstrate. As this treatise has been 


written to encourage the sick to 


of this article is 


use this modern and _ harmless 
method of healing, the balance of 
this article will be devoted to an 
enumeration of actual experiences 


of physicians using the Tube Os- 
cilloclast in the treatment of dis- 


ease. : 
CASE REPORTS 
Woman—Age 40 

Has undergone two operations 
for cancer of the breast. At time 


of electronic test she was hardly 


able to get down town. Elec- 
tronic test revealed primary can- 
cer in uterus plus infected tonsils 
to be responsible for difficulties. 
Tonsils were removed and elec- 
tronic treatments, through the me- 
dium of the Tube Oscilloclast, 


given. The result, distressing eye 


troubles soon disappeared, can- 


cerous growth on back of hand 
came away, and uterus condition 
cleared up. Today, fifteen years 
later, this patient enjoys better 
than average health for one of 
her age. 


Girl—Age 10 

Contracted severe cough. Fam- 
ily doctor treated five weeks for 
laryngitis, then called in second 
doctor. This physician decided 
the trouble was bronchitis, treated 
patient three weeks, when the 
parents called in a third doctor 
as the patient had started running 
a temperature every afternoon. 
This third doctor ordered patient 
to bed. After six weeks in bed, 
with no improvement, blood 
count was made which indicated 


to the attending physician that tu- 


berculosis was present. The doc- 


tor informed the parents that the 
child had ‘tubercular bowels. 
When asked why he thought it 
was tubercular bowels, the doctor 
replied that the blood count in- 
dicated tuberculosis and as he 
could hear no rough spots in 
the lungs, he concluded it must 
be the bowels. The next day an 
electronic blood test was made, 
which revealed an active tubercu- 
lar lesion located in the right 
bronchi. Electronic treatments, 
through the medium of the Tube 
Oscilloclast, were started two 
days later and in seventeen days 
the patient had a normal temper- 
ature and started to school. These 
treatments were continued until 
the electronic test revealed the 
disease to have been completely 
arrested. The patient today en- 
joys good health. 


Girl—Age 8 
This child had been kept out 
of school better than a year on 
the advice of the attending phy- 
sician because she ran a tempera- 
ture of from one to two degrees 
above normal. As a last resort, 
the mother had an electronic test 
made which revealed the child to 
be suffering from low grade pneu- 
monia. Electronic treatments, 
through the medium of the Tube 
Oscilloclast, of less than two 
months’ duration, restored this 

child to perfect health. 


—— 


terrence) 


Man—Age 45 

Open sores on head; pain both 
right and left abdomen; discour- 
aged and melancholy. Doctors 
wanted to perform exploratory 
operation. Patient insisted on 
electronic blood test, which re- 
vealed an infection contracted 
through a wound received in an 
automobile accident a year or so 
before, as the cause of his trouble. 
This infection was found to be af- 
fecting the nervous center of the 
brain, the skin and scalp, plus the 
appendix area and the descend- 
ing colon, with a great deal more 
difficulty in the descending colon 
than appendix area. Treatments 
on a Tube Oscilloclast were given 
and the patient entirely recov- 
ered. 


Woman—Age 65 

Pain in right leg and other dis- 
tressing symptoms. Electronic 
blood tests revealed inflammation 
in region of uterys, plus a great 
deal of sarcoma on inside of right 
thigh. Electronic treatments, 
through the medium of the Oscil- 
loclast, removed the troubles, in- 
cluding growth on inside of the 
right thigh. Patient-fiow enjoys 


normal health. 


High School Girl—Age 17 
Rapidly losing eyesight; unable 


{ 


to see enough to study. Brought 


to the doctor by her high school 
teacher. Electronic blood test re- 


vealed right eye to be worse than 
left eye, with both eyes affected 
by intestinal and tubercular tox- 
ins, the cause of which was found 
to be a tubercular condition in the 
digestive tract. Treatments on the 
Tube Oscilloclast were given for 
the tubercular condition, with the 
result that the eyes gradually re- 
turned to normal vision. Patient 
now weil and happy. 


Man—Age 60 
Doctor diagnosed ailment as 
severe heart trouble; ordered pa- 
tient to cease golf and other ac- 
tivities. Electronic blood test re- 
vealed catarrhal condition in epi- 
gastric and heart region, plus con- 
siderable inflammation. E.l ec - 
tronic treatment was_ given : 
through the medium of the Tube 
Oscilloclast, over period of three 
months, with the result that 
health was restored and golf and 
other activities resumed. 


Patient—Age 45 

Told he had arthritis. Treated 
for same but grew steadily worse. 
An electronic blood test revealed 
two infected teeth on the upper 
right side as cause of the trouble, 
plus toxins from the intestinal 
tract. Extraction of these two 
teeth, plus electronic treatments 
on the Tube Oscilloclast to speed 
up the elimination of the toxins 
in the system, restored patient to 
normal health. 


Woman—Age 47 
Suffered from series of tumors 
on left hand. Had had tumor re- 
moved only to have it grow again. 


Electronic blood test revealed 


tumor to be caused from toxins 
in intestinal tract. Treatment on 
the Tube Oscilloclast given to 


eliminate source of toxins elimi- 


nated the recurrence of growths 


on the hand. 


Young Woman—Age 23 


Nine months ago a conference 
of doctors decided to open up the 
abdomen. This was done; cancer 
was found. Patient returned to 
her home to die. Electronic blood 
test two months ago, and five 
months after above operation, re- 
vealed primary cancer of diges- 
tive tract, plus secondary cancer 
of throat. At this time patient 
was five feet eight inches tall, 
weighed only 75 pounds, was un- 
able to keep food on her stomach, 
unable to talk above a whisper, 
and had better than five quarts of 


water drawn from the abdomen 


every four days, due to dropsical 
condition. Treatments on Tube 
Oscilloclast started eight weeks 
ago. Today the patient is able 
to eat and talk, and discusses 
what she is going to do when she 
gets well. Also is able to keep 
food on her stomach and enjoys 
her meals. Last time the abdo- 


men was drained was ten days 


ago, with only two quarts of 


water being taken. Since that 
time, there has been no water ac- 
cumulation. Previously, about 
five quarts of water were drained 
each week. This patient, in spite 


of the fact that one can hardly 
. believe she has a chance to get 


well, appears to be recovering at 
this writing. 


Woman—Age 27 

Six months ago doctors: diag- 
nosed case as cancer of spine. To 
relieve pain, severed spinal cord 
leaving patient paralyzed in 
lower limbs, with no desire to get 
well and still in intense pain. Pa- 
tient had hiccoughed almost con- 
tinuously for four months; unable 
to keep food on her stomach; 
continually hungry and crying for 
food. Electronic blood tests re- 
vealed cancer of lower spine and 
rectum, but revealed that the 
greatest difficulty with the patient 
was the digestive tract, due to flu 
toxins. Electronic tests revealed 
vitality rating and _ endocrine 
glands so low in function that no 
hope was held out. However, to 


alleviate her suffering, electronic 


treatments through the medium 
of the Tube Oscilloclast were 
started three weeks ago, and from 
the time of the first treatment to 


the time of her death two days 


ago, the patient had not hic- 
coughed, and had been able to 
keep food on her stomach, and 
in general was in less pain and 
discomfort. 


Man—Age 39 

Cancer of the lip and right 
cheek. Had been operated on, 
but cancer returned. Electronic 
blood tests revealed the lip and 
cheek to be the primary lesion, 
which were aggravated by other 
conditions in the digestive tract. 
Treatments on the Tube Oscillo- 
clast were given to assist the body 


in ridding itself of the aggravating 


causes. Result, a well and happy 
man. 


Man—Age 38 


Cancer of the spine. Could not 
stand erect. Suffered intense 
pain. Electronic tests revealed 
patient's condition and suggested 
proper treatment. The Tube Os- 
cilloclast was used, with the result 
that the patient's system was en- 
abled to conquer the trouble. Pa- 
tient now stands erect, does his 
normal work and enjoys health. 


Man—Age 50 
Banker for ten years. Sufferer 
from an unknown malady, which 
would cause him to lose con- 


sciousness for two days time. 


The Mayo Clinic suspected tumor 
of the brain. An electronic blood 
test revealed sarcome on the right 
side of the head above the ear, 
but revealed the aggravating 
cause of his difficulty with the 
sarcoma to lie in the region of the 
gall bladder. Electronic treat- 


ments, through the medium of the 
Tube Oscilloclast, were given for 
the gall bladder trouble, plus 
treatments for the sarcoma. Re- 
sult, the man enjoys good health 


and carries on his regular busi- 
ness. 


Man—Age 32 

Patient complained about feel- 
ing weak and exhausted most of 
the time and _ rapidly losing 
weight. Afraid to eat, due to dis- 
tress after eating. Electronic blood 
tests revealed cancer of the py- 
lorus as primary cause of symp- 
toms, plus flu toxins and colon ba- 
cillus. Patient put on electronic 
treatments through medium of 
the Tube Oscilloclast; continued 
at his work and entirely recov- 
ered his health, and at the present 
time has gained his lost weight. 


Woman—Age 66 
In bed two weeks with severe 
pains in left axilla and intestinal 
tract. Electronic tests revealed 
patient to be suffering from can- 


cer metastatic, tubercular toxins 


and general catarrhal condition. 
Patient given electronic treat- 
ments with two Tube Oscilloclast, 
using Nos. 3 and 6 over ascend- 
ing colon and the left axilla, plus 
treatments with rates | and 2. 
Today, the patient goes about her 
work at home and does her own 
shopping, and appears to be on 
the road to health. 


